TREASURY DEPARTMENT,^ 

OFFICE OF THE SUPERVISING* 


Washington, d. c., January 11th. 1890. 

To The Superintendent 

U.S.Mint, Philadelphia, 

Penna. 

Sir 

In connection with the Bill introduced in Congress on the 6th. 
instant,by Hon.H.H.Bingham,being H.R.Document 5910,to provide for the 
sale of the present site and Mint building at Philadelphia,Pa.,and 
for the purchase of a suitable site and the erection thereon of >*— 
building for carrying on the business of the Mint,I have to request 
you to forward your views and express your opinion definitely in regafct 
to the inadequacy of the present building,and the necessity for erect¬ 
ing a new building,and the advisability of the action provided for by 
said Bill. Even though the improvements ana repairs authorized by 
Congress,which have been comenced on the present Mint building urtusld 6& 
completed. 

Respectfully yours, 


Supervising Architect. 
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[Abstract:] Relative to Bill introduced in Congress on the 6 th inst. - to purchase 
new site for Mint. 


Treasury Department, 

Office of the Supervising Architect, 
Washington, D.C., January 11 th . 1890. 

To The Superintendent 
U.S. Mint, Philadelphia, 

Penna. 


Sir: - 

In connection with the Bill introduced in Congress on the 6 th . instant, by 
Hon. H.H. Bingham, being H.R. Document 3910, to provide for the sale of the 
present site and Mint building at Philadelphia, Pa., and for the purchase of a 
suitable site and the erection thereon of building for carrying on the business of 
the Mint, I have to request you to forward your views and express you opinion 
definitely in regard to the inadequacy of the present building, and the necessity 
for erecting a new building, and the advisability of the action provided for by said 
Bill. Even though the improvements and repairs authorized by Congress, which 
have been commenced on the present Mint building would be completed. 

Respectfully yours, 

James H. Windrim 
Supervising Architect. 



